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SUBJECT: ECE - SYMPSIUM ON GASIFICATION AND LIQUEFACTION OF COAL 

1. PREPATORY MEETING FOR SUBJECT SYMPSIUM (DUSSELDORF 
12-16 JANUARY) WAS HELD IN EARLY MARCH. SECRETARIAT HAS 
INFORMED US THAT CONSIDERABLE INTEREST EXPRESSED AT THIS 
MEETING IN ACTIVE PARTICIPATION BY U.S. EXPERTS. 

2. THE MEETING REQUESTED SPECIFICALLY THAT TWO U.S. RAPPORTEURS 
BE APPOINTED FOR WORKING SESSION II ON "PRESENT STATE OF 
DEVELOPMENT AND POTENTIAL OF COAL GASIFICATION AND 
LIQUEFACTION" AND WORKING SESSION III ON "LESSONS TO BE 
DRAWN FOR THE FORMULATION OF GOVERNMENT POLICIES". THE U.S. 
EXPERTS WOULD BE ASKED TO PREPARE A GENERAL REPORT ON 
ADVANCED GASIFICATION TECHNOLOGIES FOR SESSION II AND A 
GENERAL REPORT ON NORTH AMERICA FOR SESSION III. THE DEADLINE 
FOR NATIONAL REPORTS IS 30 JUNE 1975 AND FOR GENERAL REPORTS 

IS 30 SEPTEMBER. 

3. ADDITIONAL INFORMATION BEING POUCHED KAHN (IO/CMD). ABRANS 
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